2 Oct 72 

Earlier story by Nan Robertson (UITimes 19 Sep), 
already sent you, implied that Mrs. Nixon's tenseness at 
Chicago press conference 18 Sep was due to questions about 
Watergate. Am sending the attached - in the interest of 
accuracy, and fairness - because it indicates her tension 
was caused by other questions also. 



